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BREAK SHARP EDGES 


ISOMETRIC VIEW 
N.T.S 


BREAK SHARP EDGES 


NOTES: 


WV 


MATERIAL: ST STL 155/66/67/72/73 


ALTERNATIVE MATERIALS: AMS 5571, AMS 5575, AMS 5570 SECTION VIEW A-A 
MIL-T-8606, MIL-T-8808. SCALE 2:1 
R 6.35mm OD x 18 SWG (1.2mm). 


REMOVE ALL BURRS AND SHARP EDGES. 


UNLESS OTHERWISE STATED ALL POSITIONAL TOLERANCE 
OF HOLES: (#) © 0.34 


FINISH: NATURAL. 
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